Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 4/7/2010 7:51:27 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Jim, 

I have started to talk to the folks who installed your current alarm and they would like to stop by to take a 
brief look at the area. We are going to be in the building Friday at 1:30. If he has a question or would like to 
talk to you will you be around? Please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T)413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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